72       DOCKETED ITEMS

-9106140004 Amends 154 & 134 to Licenses DPR-53 & DPR-69,respectively, changing
TS 4.6.2.1.a.2 re verification that valves in containment spray sys flow path positioned
to take suction from refueling water tank upon receipt of test signal.
CAPRA.R.A. Project Directorate 1-1. 91/06/10. 10pp. 58143:348-58143:357.

-9106140005 Safety evaluation supporting Amends 154 & 134 to Licenses DPR-53 &
DPR-69,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/10. 4pp.
58143:358-58143:361.

9106180172 Forwards proposed change to QA program.

CREEL.G.C. Baltimore Gas & Electric Co. 91/06/11. Document Control Branch (Doc-
ument Control Desk). 19pp. 58175:270-58175:288.

9106180194 Forwards info on planned mods to improve shutdown cooling sys
instrumentation.per Generic Ltr 88-17, "Loss of DHR."

CREEL.G.C. Baltimore Gas & Electric Co. 91/06/11. Document Control Branch (Doc-
ument Control Desk). 6pp. 58154:353-58154:358.

9106260254 Updates status & confirms 910610 telcon notification re completion of in-
stallation of containment high radiation signal on. containment vent line for Unit 2.Con-
tainment vent path established per Reg Guide 1.97 & TMI Item II.E.4.2.
CREEL.G.C. Baltimore Gas & Electric Co. 91/06/14. Document Control Branch (Doc-
ument Control Desk). 2pp. 58244:133-58244:138.

9106240197 Provides summary of discussions re 910604-05 review of performance of
nuclear power plants.Meeting conducted to focus NRC resources on those plants &
related issues of greatest safety significance.

TAYLOR.J.M.    Ofc    of    the    Executive    Director   for    Operations.    91/06/18.
MCGOWAN.G.V. Baltimore Gas & Electric Co. 3pp. 58195:222-58195:224.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106030270 Forwards Resident Insp Repts 50-317/91-10 & 50-318/91-10 on 910331-
0404 & info re efforts to date on special augmented insp for restart of Unit 2.
COWGILL.C.J. Region 1 (Post 820201). 91/05/22. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 2pp. 57909:112-57909:134.

-9106030271 Insp Repts 50-317/91-10 & 50-318/91-10 on 910331-0404. Major areas
inspected:plant operations.radiological  protection.survetllance/maint.emergency  pre-
paredness, security & engineering & technical support.
SUMMERS.RJ. Region 1 (Post 820201). 91/05/21. 21pp. 57909:114-57909:134.

9106030253 Ack receipt of 910329 response to Insp Repts 50-317/90-04 & 50-318/90-
Q4.Meeting to discuss specifics of emergency action level revs unnecessary.
JOYNER.J.H. Region 1 (Post 820201). 91/05/23. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 2pp. 57913:348-57913:357.

9106070003 Forwards safeguards insp repts 50-317/91-12 & 50-318/91-12 on 910430-
0503.Three potential weaknesses identified, requiring attention in order to maintain
high std of effectiveness reflected by program.

JOYNER.J.H. Region 1 (Post 820201). 91/05/23. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 2pp. 57918:027-57918:035.

-9106070005 Physical security insp repts 50-317/91-12 & 50-318/91-12 on 910430-
0503.Major areas inspected:onsite follow-up of items previously identified,mgt support
& audits.protected area physical barriers.security training & qualifications.
ALBERT.RJ.,   KING.E.B.,   KEIMIG.R.R.   Region  1   (Post  820201).  91/05/23.   7pp.
57918:029-57918:035.

9106040009 Application for amends to Licenses DPR-53 & DPR-69,changing Tech
Specs re snubber visual insp intervals.per Generic Ltr 90-09.

CREEL.G.C. Baltimore Gas & Electric Co. 91 /05/24. Document Control Branch (Doc-
ument Control Desk). 5pp. 57915:067-57915:087.

-9106040010 Proposed Tech Specs re limiting condition for operation & surveillance re-
quirements for visual insp of snubbers.

*  Baltimore Gas & Electric Co. 91/05/24. 16pp. 57915:072-57915:087.

9106040059 Forwards Relief Request 3 from ASME Section XI re 10-yr inservice insp
interval for chemical & vol control.LPSI, HPSI.containment spray & salt water cooling
pumps.Relief Request RC-1 withdrawn.per Generic Ltr 90-06.
CREEUG.C. Baltimore Gas & Electric Co. 91/05/24. Document Control Branch (Doc-
ument Control Desk). 3pp. 57914:263-57914:265,

9106070292 Ack receipt of 910220 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-317/90-30 & 50-318/90-30 on 901030-1101.Concludes that
items noted in insp rept appropriately categorized as unresolved.
KNAPP.M.R. Region 1 (Post 820201). 91/05/24. SCHWARTZ.G.D. Baltimore Gas &
Electric Co, 2pp. 58039:095-58039:103.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co, of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106070257 Responds to initial SALP repts covering Jan 1990 to Mar 1991.Security re-
sponsibility reassigned to nuclear support svcs dept onsite.

CREEL.G.C. Baltimore Gas & Electric Co. 91/06/03. Document Control Branch (Doc-
ument Control Desk). 4pp. 58039:135-58039:138.

9106120261 Responds to NRC 910508 Itr re violations noted in Insp Repts 50-317/91-
09 A 50-318/91-09 on 910312-0405 & ^.Corrective actions:detailed pre-evolution
briefing checklist developed to provide more structured & consistent briefings.
CREEUG.C. Baltimore Gas & Electric Co. 91/06/07. Document Control Branch (Doc-
ument Control Desk). 4pp. 58106:243-58106:246.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106140231 Forwards final SALP Repts 50-317/90-99 & 50-318/90-99 for Jan 1990 -
Mar 1991.

MARTINJ.T. Region 1 (Post 820201). 91/06/11. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 5pp. 58128:155-58128:192.

-9106140232 Final SALP Repts 50-317/90-99 & 50-318/90-99 for Jan 1990 - Mar
1991.
* Region 1 (Post 820201). 91/06/11. 33pp. 58128:160-58128:192.

R. Periodic operating reports & related correspondence

9106180440 Monthly operating repts for May 1991 for Calvert Cliffs Nuclear Power Plant
Units 1 &2.W/910613ltr.

SHANLEY.LB.,   DENTON.R.E.   Baltimore   Gas   &   Electric   Co.   91/05/31.  13pp.
58171:243-58171:255.

S. Reportable occurrences, LERs & related correspondence

9106030021 Summary of operating reactors events meeting 91-09 w/utils on 910508 to
discuss events which occurred since last briefing.List of attendees.significant elements
of events discussed & reactor scram statistics also encl.

CHAFFEE.A.E. Division of Operational Assessment (Post 870413). 91/05/15.
ROSSI.C.E. Division of Operational Assessment (Post 870413). 12pp. 57894:230-
57894:241.

9106050263 LER 91-005-00:on 910502,low steam generator level reactor protective sys
trip   occurred   due   to   loss of  feedwater   event.   Caused   by  speed   controller
failure.Connector for track & hold circuit board replaced.W/910531 Itr.
FRANKE.R.E., DENTON.R.E. Baltimore Gas & Electric Co. 91/05/31. 7pp, 58009:089-
58009:095.

9106050278 LER 91-004-00:on 910504,auxiliary feedwater actuation occurred during
main turbine overspeed testCaused by design deficiency.Facility mod implemented
preventing SG pressure & steaming transients.W/910531 Itr.

FRANKE.R.E., DENTON.R.E. Baltimore Gas & Electric Co. 91/05/31. 5pp. 58009:127-
58009:131.

9106070259 Special rept:on 910503,spurious trouble alarms received on channel A of
reactor vessel  level monitoring sys & 50-inch  sensor location declared out of
svc.Channel A probe will be replaced & restored to operable status during outage.
DENTON.R.E. Baltimore Gas & Electric Co. 91 /06/03. Document Control Branch
(Document Control Desk). 2pp. 58039:139-58039:140.

9106180163 Forwards written rept provided to State of MD Dept of Environ on minor oil
spill at plant on 910520.

CREEL.G.C. Baltimore Gas & Electric Co. 91/06/11. Document Control Branch (Doc-
ument Control Desk). 3pp. 58173:242-58173:244.
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F.  Security, medical, emergency & fire protection plans

9106070066 Forwards insp repts 50-289/91-08 & 50-320/91-05 on 910407-0511 &
notice of violation.

WENZINGER.E.C. Region 1 (Post 820201). 91/05/24. BROUGHTON.T.G. General
Public Utilities Corp. - GPU Service Corp. 3pp. 57918:100-57918:156.

-9106070079 Reactive safety insp repts 50-289/91-08 & 50-320/91-05 on 910407-
0511 .Violations    noted.Major   areas    inspected:plant   operations.maint.radiological
practices.security measures & engineering support activities re plant safety.
RULAND.W. Region 1 (Post 820201). 91/05/24. 53pp. 57918:104-57918:156.

9106270231 Rev 2 to 6610-PLN-4200.02, "TMI Emergency Dose Calculation Manual,"
WILLIAMS.S.E., DANAKY.R. General Public Utilities Corp. - GPU Service Corp. 91 /
06/17. 41pp. 58268:321-58268:361.

G.  Adjudicatory correspondence

9106140079 Forwards 910523 petition for leave to intervene submitted by EJ Epstein
for appropriate action per 10CFR2.77(j).

CHILK,S.J. Office of the Secretary of the Commission. #291 11813. 91/05/31.
COTTER.B.P. Atomic Safety and Licensing Board Panel. 5pp. 58119:222-58119:226.

9196250046 Establishment of ASLB.* Board being established per 910425 notice pub-
lished by Commission.Board comprises of JH Frye, FF Hooper & CN Kelber.Served
on 910605.W/Certificate of Svc.

COTTER.B.P. Atomic Safety and Licensing Board Panel. #291 11828. 91/06/04. 3pp.
58196:053-53196:055.

9106280088  Licensee answer opposing petition for intervention filed by EJ Epstein.* Pe-
tition denied due to failure to show requisite interest to intervene.

BLAKE.E.L. General Public Utilities Corp. - GPU Service Corp. BLAKE.E.L. Shaw, Pitt-
man, Potts & Trowbridge. #291 11853. 91/06/10. Atomic Safety and Licensing Board
Panel. 12pp. 58238:104-58238:115.

9106280089  Notice of appearance.* EL Blake enters appearance as counsel on behalf
of GPU.Notices of appearances for TA Baxter & VJ Colatriano encl.W/Certificate of
Svc.

BLAKE.E.L General Public Utilities Corp. - GPU Service Corp. BLAKE.E.L. Shaw, Pin-
man, Potts & Trowbridge. #291 11854. 91/06/10. 4pp. 58238:116-58238:119.I.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
